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SUBJECT 


IWG CASE HO, 29 


Spectrograph for Institut for Attorganlecha Tecfanologie dar 
TecimischanHochschuls , Vienna, Austria 


INITIATING AOEHCY AND DATE 
OSD, October 1952 

BACKGROUND 

OSD representative requested additional information on this case from 
2WG, A decision is pending in the Operating Coiaoittse of ACEP on 
whether or not to license shipment of the spectrograph by Applied 
Research Laboratories, Glendale, California, 
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ACTION REQUIRED 

Requested available information from agencies represented on IWG 3 



PROGRESS 

1, Oin reported on 20 Nov 1952 that they have no information available. 

2, Case closed, informal arrangements having "been made between OSD and G-2. 
Wqit reported this on 6 Feb 53 
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